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THE MOttRy FEEDER WSTAUAT10N AT ] VTC IS A FUTURE WSttUXOON 
AM) SHOT W THE CURRENT CONTRACT (NIC). FUIW£l«KL«OiNW 
J^n^J^^™ 0 fOR AT THE NET COST THEREOfTWCOST 
9WU. SeCpUPUTEO Bf THE SAVE UVOER AS IS COPOtSMON FOR 
EXTRA WORK RCLUDWC ANY PERCENTAGE AOWTJON TOOOST AS SO 
FORTHH THECLAUSE OF THE CONTRACT PSKMDWC COMPENSATION 
^ E^V^ COUPEHSATKW FOR S«0 KET COST WORK SHAU. NOT 
j^CH^ttA^ THE TOTAL AMOUNT Of COMPENSATION AUTHORIZED 

EXJSTWC FRAUWG IS SHOWN FADED. 

SSf <K5S SnWgW <JP FRO" THE 81 LEVEL TO FIDOS 4t AND 

raK 4 -4 T 3° s¥^M»F«rSg^ «™ 
R^F«y»^ r * ^ ^ K 

OTWWOAMO ,GfWWC SUPPORTS KEEO TO BE REINFORCED OR REPLACED 
S'USSS.iW T0 "OLES FOR THE CONDUCT ANO TKK/UStfTY 
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